CT SCAN List 


Product Code 
RO3885 
R02186 
ROdI24 
R03674 
R00639 
R03910 
R03932 
R03925 
RO3933 
2001001 
ROITS4 
R02238 
R00027 
RO1S51 
RO3622 
R03621 
R00028 
R01939 
ROZIEA 
R03590 
R03938 
R01347 
RO3928 
R00029 
RO1003 
ROLES 
R00094 
R00034 
RO3680 
R03939 
ROO02A 
R03648 
RO3904 
R03940 
R333 
R00095 
RO16O2 
R00032 
R03576 





CT SCAN PELVIS (SACROILIAC JOINT) 
CT SCAN ELBOW JOINT +3D 
CT ELBOW WO CONTRAST (R) 


[RO3930. ~=~=— [CT SCAN SHOULDER JOINT +3D 
CT SCAN KNEE JOINT PLAIN SINGLE 


RO3936 CT A RENAL ANGIO/AROTA 
RO1505 CT SCAN OF LOWER ABDOM EN (P/C) NON IONIC CONTRAST 











